Nicotine Replacement Turns To Beverage Mixes with AQUA-TINE 




AQU/S^TINE 



1 888PressRelease - You simply mix the liquid nicotine solution into your drink of choice whenever and wherever 
you feel the urge to Vape, Smoke, or use Tobacco. 

New York, NY - Nicotine Replacement Turns To Beverage Mixes with AQUA-TINE, a nicotine drink mix that e- 
cigarette users are adding to their beverages when they are unable to smoke or vape. There are no starter kits, 
no batteries, no chargers and not even any matches. 

Originally created as a healthy alternative for cigarette smokers to use when & where they could not smoke, 
AQUA-TINE packets are fast becoming a favorite nicotine fix for those that Vape as well. Some users quit 
smoking immediately simply by switching to the packets full time, others use them daily as a healthier 
alternative or when they find themselves in a no smoking zone. 

Each 2.4ml packet of AQUA-TINE contains about the same amount of nicotine as 1 regular cigarette when 
smoked. You simply mix into your drink of choice whenever and wherever you feel the urge to Vape, Smoke, or 
use Tobacco. It's satisfaction without the stigma. http://www.AQUA-TINE.com 

AQUA-TINE can be used effectively & with privacy anywhere, even during game play. Athletes who use nicotine 
off the field are often affected by its absence while on the field. The same would apply to most people who use 
nicotine on a daily basis. 

Aqua-tine relies on Homeopathic Tabacum not Nicotinum for it's allopathic nicotine content. While Tabacum is 
weaker than Nicotinum per mg, the EDA allows it to be 1,000 more concentrated than Nicotinum. Tabacum is 
OTC legal at a dilution of 3X (1 per 1,000). End result is each packet contains roughly Img of OTC legal 
nicotine, which is about the same amount of nicotine as 1 regular cigarette when smoked. 

AQUA-TINE is the Liquid Solution When & Where You Can't Smoke Or Vape. 

Eounded in 2012, Aquitine Group, LLC is a privately held and operated company based in Montgomery, 
Alabama. Erom its inventor to its investors, the Aquitine Group is dedicated to delivering innovations that 
redefine legacy products and categories. 

One area of current focus for Aquitine is creating alternatives to traditional tobacco products. Towards that 
end, Aquitine is introducing the product, Aqua-tineTM, to the U.S. marketplace in a sequential national rollout. 
International markets are also planned for subsequent months. 



Aqua-tineTM is produced in the USA and meets the Food and Drug Administration (FDA) requirements for 
over-the-counter (OTC) homeopathic drug products. Aqua-tineTM is ahead of e-cigarette regulations and 
provides a solution for tobacco cravings without the harmful tar and chemicals found in cigarettes. 
Manufacturing of Aqua-tineTM is closely monitored and adheres to industry best practices. 

The efficacy of Aqua-tineTM was originally demonstrated in a double-blind study (Aqua-tine vs placebo) 
conducted in 2012. 

As a company, Aquitine Group operates with a "customer-first" approach. It places its customers' needs, 
preferences and suggestions at the forefront of its product development, research, operations and innovations. 

http://www.AQUA-TINE.com 
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